ROBERT FORSYTHE.

Robert Forsythe was born at Braintree, Massachusetts, on
September 5, 1869. He graduated from Harvard University in
the class of 1894, and, after receiving his Master's degree in 1895,
was for three years Instructor in Metallurgy at Harvard. He sub-
sequently had practical metallurgical experience in the Open
Hearth and Blast Furnace Departments of the Pennsylvania Steel
Company at Steelton, Pa., and the Tidewater Steel Company at
Chester, Pa. He died, after a short illness, on May 23, 1907.

At the time of the author's death, " The Blast Furnace and
Pig Iron" was in proof. It is probable that he would have made
various minor changes in the text. These it has been impossible
to make, but it is believed that the book is published approximately
as he wished. If any slight slips of pen or of calculation have
been overlooked, the blame should rest, not upon the author, but
upon the friend in whose hands were placed the proofreading
and the final details of the book.                                      E. S.

July 5, 1907.